Summary                                                                                                       Module 5-1

Lesson 5-1-2

The Functional Block Diagram (figure 5-1 sheets 1-9) in the Charts and
Diagrams section of the MIM, depicts the major signal flow paths between
the major units and gives the nomenclature of the signals. The Power
Distribution Diagram, figure 5-2 in the MIM, lists the cable reference
designators, the pin connectors for the cables, and the signal/voltage
or other applicable information for each cable.

The IPB is divided into four sections. Section I contains information
on how to use the IPB. Section II, the Group Assembly Parts List,
contains illustrations of the individual units and cards/subassemblies,
showing ccmponent location with an index number for each component.
Following each figure is a five-column table listing the following:

1,  Figure and index numbers,

2,  Part number,

3,  Description,

4,  Units per assembly, and

5,  Usable on code (Not used in the IPB for the search radar trainer).

The Numerical Index, in section III of the IPB, lists part numbers and
cross references the part numbers to Figure and Index numbers. The
Reference Designation Index, section IV in the IPB, provides a listing of
the reference designators in alphanumerical sequence with the applicable
part number and figure and index number listed for each reference
designator.

At this point, you may take the Lesson Topic Progress Check. If you
answer all self-test items correctly, go on to the next Lesson Topic. If
not, select and use another medium of instruction for the Lesson Topic:
Prigrammed Instruction, Narrative, or consultation with the Learning
Supervisor, until you can answer all self-test items on the Progress Check
correctly (achieve Lesson Topic Learning Objectives) and then proceed to
the next Lesson Topic.cation
